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THE   COMBUSTION  OP  COAL
I;
Tigs. 68 & 69, pp. Ill, 112. This plan, as in Fig. 68, with the sectional view, 69, is also taken from Mr. "West's Summary, and is- here introduced with the view of further pointing to the hot air, and " smoke-burning" fallacy. The following is the description given by Mr. "West: " The smoke, after having passed along the flues marked F, is intended to be caught by the fan 11, before reaching the